GRANADA THEATRE 
‘BEING IMPROVED 
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Already workmen are tearing 
apart the Gradana Theatre in 
Camas until it looks as if ‘The 
Hurricane” was playing a return 
engagement. A new marquee is 
beginning to take shape around 
its metal skeleton. When finished 
it will have over 700 lights in it. 
It will use a different type of 
letter than any sign in Oregon or 
Washington. 

When you purchase tickets they 
will be passed to you from a new 
ticket machine, your change will 
be delivered from a new change 
machine. A uniformed doorman 
will take your tickets As you 
enter you will be confronted by 
a large ten foot mirror. If you 
wish to wait for the next fea- 
ture, you may sink down into a 
‘comfortable new chair. Should 
you when thusly situated forget 
when the show: starts, a lovely 
uniformed usher will remind you. 

These are indicative of «the 
changes in remodeling and re- 
decorating which will take place 
next week at the Granada Theatre| 
in Camas. It will be closed Tues- 
day, Wednesday and Thursday 
but its new opening is set for 
next Friday evening. 


